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By Appointment. 

St. Isaac s Cathedral is a gigantic edifice, coil 
in 1858, being of marble and granite. The porch is 
of 48 granite columns 57 feet high. Among the 
valuable treasures are 8 columns of malachite — 
lapis-lazuli surrounding some beautiful mosaics. 

Cathedrale St. Isak. Construction formidable achevee 
1858 enticement en marbre et granit. Le portique forme de 
48 colonnes en granit a 17 metres de hauteur. Dans 
1’intCieur, veritable bijou, se trouvent 8 colonnes en 
malachite et ^2 en lapis-lazuli ent^urant d£ superbes 
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